PE  89  V 

CHRIST  CHURCH,  Alexandria,  Va.-  Cameron  and  Co- 
lumbus Streets.  Here  George  Washington  was  a  ves- 
tryman. His  pew  is  No.  60  and  that  of  Robert  E.  Lee 
IS  No.  46.  In  this  old  church  these  two  great  men 
have  worshipped.  Built  in  1767  to  1773.  It  stands 
among  early  tombstones  in  a  shaded  churchyard. 
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